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(g) Termination of Total Plant Quality Control or Partial
Quality Control.

(1)  The approval of a total plant quality control system or a
partial quality control program may be terminated at any time by the
owner or operator of the official establishment upon written notice to
the Administrator.

(2)  The approval of a total plant quality control system or
partial quality control program may be terminated upon the
establishments receipt of a written notice from the Administrator under
the following conditions:

(i) If adulterated or misbranded meat food product is found by the
Administrator to have been prepared for or distributed in commerce by
the subject establishment.  In such case, opportunity will be provided
to the establishment owner or operator to present views to the
Administrator within 30 days of the date of terminating the approval.
In those instances where there is conflict of facts, a hearing, under
applicable Rules of Practice, will be provided to the establishment
owner or operator to resolve the conflict.  The Administrator's
termination of approval shall remain in effect pending the final
determination of the proceeding.

(ii) If the establishment fails to comply with the quality control
system or program to which it has agreed after being notified by letter
from the Administrator or his designee.  Prior to such termination,
opportunity will be provided to the establishment owner or operator to
present views to the Administrator within 30 days of the date of the
letter.  In those instances where there is a conflict of facts, a
hearing, under applicable Rules of Practice, will be provided to the
establishment owner or operator to resolve the conflict.  The
Administrators termination of quality control approval shall remain in
effect pending the final determination of the proceeding,

(3)  If approval of the total plant quality control system or
partial quality control program has been terminated in accordance with
the provisions of this section, an application and request for approval
of the same or a modified total plant quality control system will not be
evaluated by the Administrator for at least 6 months from the
termination date, or for at least 2 months from the termination date in
the case of a partial quality control program.

(Sees 5, 8, 21, 202, and 407 34 Stat. 1260, as amended, 21 U.S.C. 605,
608, 621, 642, and 677; 42 FR 35625, 35626, 35631)

Further, section 381.145 of the poultry products inspection
regulations (9 CFR 381.145) is amended as follows:

1.  The paragraph designation -"(c)11 would be deleted and the
present text of that paragraph (c) would be added to the end of
paragraph (b) of that section.